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Bureau of Land Management U.S. DEPARTMENT OF THE INTERIOR 
RAIN GUTTER FOR STORAGE TANK 


An employee suggestion has proposed a method of trapping the rainwater 
that falls on the roof of metal water storage tanks. A rain gutter is 
attached to the eave of the tank roof with a downspot diverting water 
into the tank. On a tank 30 feet in diameter, the roof would serve 

as a 706 square foot catchment area. This could increase the effective- 
ness of a convex covered water tank by 40-80% in areas where recharge 

is entirely dependent upon a catchment system. 
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